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Message Text 


UNCLASSIFIED 

PAGE 01 MELBOU 00184 040420Z 

16 

ACTION EB-07 

INFO OCT-OI EA-09 ISO-00 CAB-05 CIAE-00 COME-00 DODE-00 

DOTE-00 INR-07 NSAE-00 FAA-00 /029 W 

037873 

R 040325Z FEB 76 
FM AMCONSUL MELBOURNE 
TO SECSTATE WASHDC 3207 
INFO AMEMBASSY CANBERRA 
AMCONSUL BRISBANE 
AMCONSUL SYDNEY 
AMCONSUL PERTH 

UNCLAS MELBOURNE 0184 

EO 1 1652 N A 
TAGS EAIR, AS 

SUBJ: CIVAIR: FAA AVIATION MEDICAL EXAMINERS 

REE A WENTWORTH-CAIN TELCON, FEBRUARY 2, 1976 
B MELBOURNE A-44, OCTOBER 21, 1975 (NOTAL) 

C STATE A-6176, SEPTEMBER 26, 1975 (NOTAL) 

1. POST RECEIVED INQUIRY VIA SYDNEY FROM MR PERCIVAL 
MILLAR OF MARYBOROUGH, QUEENSLAND (TEL 071-213-864) WHO 
SEEKS NAME AND ADDRESS OF FAA-APPROVED MEDICAL EXAMINER. 
PLEASE ADVISE WHETHER MELBOURNE DOCTOR NAMED REES B AND 
C HAS BEEN APPROVED BY FAA. IF DOCTOR APPROVED, REQUEST 
CABLE REPLY WITH COPIES TO ALL INFO ADDRESSEES GIVING 

HIS FULL NAME AND ADDRESS (AND NAMES AND ADDRESSES OF 
ANY OTHER FAA-APPROVED DOCTORS IN AUSTRALIA). 

2. FOR BRISBANE: PLEASE PASS DEPT'S REPLY TO 
MR MILLAR. 

BRAND 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CIVIL AVIATION, MEDICAL DOCTORS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MELBOU00184 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760041-0882 
From: MELBOURNE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760283/aaaacvhp.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUN 2004 by BrownAM>; APPROVED <10 DEC 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CIVAIR: FAA AVIATION MEDICAL EXAMINERS 
TAGS: EAIR, AS, FAA 
To: STATE 
Type: TE 
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